PAUL MONROE CO., ST. LOUIS. MO. 


The Barnes Hospital group is one of the better 
known hospitals in the United States. Patients 
come here from all parts.of the world, both for the 
better modern facilities and for the better care- 
by re nowned specialists. 


m 


"TICHNOR QUALITY VIEWS" REG. U. S. PAT. OFF. MADE ONLY BY TICHNOR BROS., INC.. BOSTON, MASS. 


PLACE 

STAMP 

HERE 

63225 

MADE IN U. S. A. 














